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lfc»*roiii reports received hors hers shows that two principal AFT 
repair contort In Oernanp are the former Person tail read ear repair shops In 
Kirchnoeser and the Krupp-Orsaoa - Isehas-lfslff oonples la Magdeburg. 



The following lnfematies would he soot kelpfnl concerning these 
lastallatlone and the Soviet All boldlJ** In SovSone Oeraany 

1. Which parts are cleaned, repaired and pat hack into the tank 
&ad which parts are discarded la favor of new parts? What wear shows on 
▼ar 1 pus parts? 

2. Bov neap tanks go through the process in a given period cf tine 
and how long does it take each tank to go through the process? 

3 . What unite or what percentage of tho total armored forest in 
Sevtone Gernanp dose each of theeo particular installations service? 

U. can pour source set lento via fueatloa 3 shat the annual rate 
of depletion for ATW'e la SovEoaa la? 

th,r * W modifications, changes, or varUtions incorporated . 
imo the repaired tank, suoh aa, ripped armor, stahillsatloa. special sights, 
iafrn-red or sighting devices, ate.? 

6 . Who decides which teaks 0» through the repair prococs aad whleb 
tanks go to tho scrap pile aad hew la that decision reached? 


, 7. What aachlao teals, with details, aad natal lmrglcal squipaont, 

with details, are available; what kftad sf cuttle tools. i,s., tungsten 
carbide, high speed steel, am etillsed? 

8. What detail ad information 00 me arming the ordnance over-haul 
•hep can bo secured? 


D»HKB 07 BED: 
7ABGKT OATS j 
OBIOIHATOH 
C00HDINAII0B : 



.34*6 


25X1 A9a 




Approved For Release 2000/08/27 : CIA-RDP75-00662R000200010018-3 







